DOCKETED ITEMS       29
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
R. Periodic operating reports & related correspondence
8503200083 "Radioactive Effluent Release Data.Jul-Dec 1984." W/850304 Itr. WILLIAMS.J.W. Florida Power & Light Co. 84/12/31. GRACE.J.N. Region 2, Office of Director. 32pp. 29457:263-29457:294.
8503180302 Monthly operating repts for Jan 1985.W/850215 Itr. GRANT.N.W, WILLIAMS.J.W. Florida Power & Light Co. 85/01/31. 17pp. 29420:044-29420:060.
8503140118 Forwards MCD-141-1 through MCD-141-4 of Rev 3 to training & qualification plan.Rev withheld (ref 10CFR73.21).
WILLIAMS.J.W. Florida Power & Light Co. 85/03/06. GRACE.J.N. Region 2, Office of Director. 1p. 29357:168-29357:168.
8503180399 Revised emergency plan implementing srocMcL'OR ^c'jdny PG1C1. "Duties of Emergency Coordinator" & 20126, "Offsite Doso CacJalcns " W/8b?3C6 ;.'. WILLIAMS.J.W. Florida Power & Light Co. 85/03/06. GRACE.J.N. Region 2. Office of Director. 103pp. 29384:050-29384:152.
8503200243 Responds to 841212 Itr re offsite emergency organization agreernents.Rev 1 to NUREG-0728 assures that NRC responds to incidents having potential to threaten health & safety of public or environ.Summary of NRC role in emergency encl. GRACEJ.N. Region 2, Office of Director. 85/03/06. WILLIAMS.J.W. Florida Power & Light Co. 3pp. 29458:037-29458:039.
S. Reportabie occurrences, LERs & related correspondence
8503110004 LER 85-004-00:on 850129,reactor tripped.Caused by ESF actuation due to nonlicensed operations personnel removing Unit 3 motor generator sets A & B from svc rather than Unit 4 sets.Personnel counseled.W/850228 Itr.
TEUTEBERG.R.L.,   WILLIAMS.J.W.   Florida   Power   &   Light   Co.   85/02/28.   2pp. 29304:094-29304:095.
8503250311 LER 85-005-00:on 850205,during work order to clean four batteries for diesel  driven  fire  protection  pump.battery acid  fluid  noticed forced  out  of  four batteries.Caused by standby charging sys overcharging.W/850314 Itr. HART.R.D., WILLIAMS.J.W. Florida Power & Light Co. 85/03/14. 2pp. 29502:163-29502:164.
8503270117 LER 83-018/01-X:on 831007,ternp increased in RHR sys.Caused by flow restriction through valve 3-748B.Sufficient flow through valve established & RHR sys cooldown initiated. W/850318 Itr.
ARIAS.J., WILLIAMS.J.W.  Florida Power & Light Co. 85/03/18.  3pp. 29528:361-29528:363.
8503260545 Part 21 rept re K-line circuit breakers.Wires should be encased in heat shrink tubing to repair circuit breakers where auxiliary switch wires damaged & sponge rubber strip added to top of dust shield to prevent reoccurrence. KAISER.A.F. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 85/03/19. DEYOUNG.R.C. Director's Office, Office of Inspection and Enforcement. 6pp. 29516:335-29516:340.
DOCKET 50-251 TURKEY POINT PLANT, UNIT 4
F. Security, medical, emergency & fire protection plans
8503070222 Forwards Insp Repts 50-250/84-40 & 50-251/84-41 on 841217-21 & notice of violation.
BROWNLEE.V.L. Region 2, Office of Director. 85/01/23. WILLIAMS.J.W. Florida Power & Light Co. 2pp.
-8503070227 Notice of violation from insp on 841217-21. * Region 2, Office of Director. 85/01 /23. 1 p.
-8503070238   Insp  Repts  50-250/84-40  & 50-251/84-41   on  841217-21.  Violation identified:failure to perform daily calibr for Geli spectrometer prior to use. ALBRIGHT.R.H. Region 2, Office of Director. 85/01/17. 8pp.
8503050138 Ack receipt of 850121 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-250/84-38 & 50-251/84-39. OLSHINSKI.JA Region 2, Office of Director. 85/01/30. WILLIAMS.J.W. Florida Power & Light Co. 1p. 29221:344-29221:348.
-8503050144 Responds to NRC 841221 Itr re violations noted in Insp Repts 50-250/84-38 & 50-251/84-39.Details should be withheld (ref 10CFR2.790 & 73.21). WILLIAMS.J.W. Florida Power & Light Co. 85/01/21. O'REILLY.J.P. Region 2, Office of Director. 1p. 29221:345-29221:345.
-8503050155 Forwards Insp Repts 50-250/84-38 & 50-251/84-39 on 841203-07 & notice of violation.Notice of violation withheld (ref 10CFR2.790 & 73.21). OLSHINSKI.JA Region 2, Office of Director. 84/12/21. WILLIAMS.J.W. Florida Power & Light Co. 2pp. 29221:346-29221:348.
-8503050162   Insp  Repts  50-250/84-38  &  50-251/84-39  on  841203-07.  Violation identified:personnel access control.Details withheld (ref 10CFR2.790 & 73.21). ENNIS.J.D. Region 2, Office of Director. 84/12/19. 1p. 29221:348-29221:348.
8503060511 Responds to Generic Ltr 84-24 re status of compliance w/ 10CFR50.49 concerning environ qualification of electrical equipment important to safety.Listed IE bulletin & info notices determined inapplicable to plant.No action required. WILLIAMS.J.W. Florida Power & Light Co. 85/02/19. THQMPSON.H.L Division of Licensing. 3pp. 29240:020-29240:022.
8503040250 Revised Emergency Plan Implementing Procedure 20201, "Maintaining Emergency Preparedness - Radiological Emergency Plan Training." W/850225 Itr, WILLIAMS.J.W. Florida Power & Light Co. 85/02/25. GRACE.J.N., O'REILLY Region 2, Office of Director. 7pp. 29184:071-29184:077.
8503130364 Forwards safety evaluation providing details of review of SPDS.implementation plan & parameter selection rept. Continued implementation of SPDS program acceptable.Requests addl info re parameter selection within 60 days. VARGA.S.A. Operating Reactors Branch 1. 85/03/04. WILLIAMS.J.W. Florida Power & Light Co. 2pp. 29361:266-29361:286.
-8503130474 Safety evaluation accepting util implementation of SPDS, implementation plan & parameter selection. VARGA.S.A. Operating Reactors Branch 1. 85/03/04.19pp. 29361:268-29361:286.
8503140382 Forwards INEL interim rept, "Conformance to Reg Guide 1.97, Turkey Point Plants.Units 3 & 4," identifying acceptable portions of 840126 rept.Response to open items requested within 45 days.
VARGA,S.A. Operating Reactors Branch 1. 85/03/04. WILLIAMS.J.W. Florida Power & Light Co. 2pp. 29375:045-29375:062.
G. Adjudicatory correspondence
8503040462 Response supporting licensee 850219 motion for reconsideration or clarification of ASLB 850211 order scheduling prehearing conference on 850326.Prehearing should not be postponed.Certificate of Svc encl.
HODDER.M.H. Center for Nuclear Responsibility. HODDER.M.H. Lorion, J. #185 804. 85/02/25. Atomic Safety and Licensing Board Panel. 5pp. 29178:304-29178:308.
8503050043 Forwards NRC 850226 Itr to licensee re amend allowing expansion of spent fuel pool storage capacity.lnstitution of administrative controls does not affect NRC safety evaluation.Related correspondence. YOUNG.M.A. Hearing Branch 4. #185 868. 85/02/28. LAZO.R.M., COLE.R.F., LUEBKE.EA Atomic Safety and Licensing Board Panel. 7pp. 29210:028-29210:034.
8503070254  Order designating hearing room for 850328 prehearing conference in proceeding re increased fuel enrichment. Served on 850306.
LAZO.R.M. Atomic Safety and Licensing Board Panel. #185 897. 85/03/05. 1p. 29260:313-29260:313.
8503070255 Order designating hearing room for 850327 prehearing conference re spent fuel pool expansion.Served on 850306,
LAZO.R.M. Atomic Safety and Licensing Board Panel. #185 896. 85/03/05. LAZO.R.M., COLE.R.F., LUEBKE.E.A. Atomic Safety and Licensing Board Panel. 1p. 29260:312-29260:312.
8503070434 Order designating hearing room for 850326 prehearing conference re vessel flux reduction.Served on 850306.
LAZO.R.M. Atomic Safety and Licensing Board Panel. #185 895. 85/03/05. Office of the Executive Legal Director. 1p. 29255:319-29255:319.
8503110295 Response supporting licensee 850219 motion for reconsideration or clarification of ASLB 850208 order re disposition of Contentions (b) & (d).Certificate of Svc encl.
YOUNG.M.A. Hearing Branch 4. #185 932. 85/03/06. Atomic Safety and Licensing Board Panel. 9pp. 29287:088-29287:096.
8503130288   Forwards  intervenor  amended   petition  to  intervene  &  supplemental contentions.per ASLB 850306 extension for intervenor filing until 850307, LORION.J. Center for Nuclear Responsibility. #185 991. 85/03/07. LAZO.R.M., LUEBKE.E.A., COLE.R.F. Atomic Safety and Licensing Board Panel. 1p. 29331:013-29331:038.
-8503130300 Motion to file not in accordance w/ASLB 850207 order scheduling prehearing conference.Perrnission to file amended petition to intervene in accordance w/ 10CFR2.714(b) requested.Certificate of Svc encl.
LORION.J. Center for Nuclear Responsibility. 85/03/07. Atomic Safety and Licensing Board Panel. 5pp. 29331:014-29331:018.
-8503130309 Amended petition of Ctr for Nuclear Responsibility.lnc for leave to intervene & request for hearing.Certificate of Svc encl.
LORION.J. Center for Nuclear Responsibility. 85/03/07. Atomic Safety and Licensing Board Panel. 8pp. 29331:019-29331:026.
-8503130317 Amended petition of Ctr for Nuclear Responsibilityjnc for leave to intervene & request for hearing.Certificate of Svc encl.
LORION.J. Center for Nuclear Responsibility. 85/03/07. Atomic Safety and Licensing Board Panel. 12pp. 29331:027-29331:038.
8503150500 Memorandum & order affording parties opportunity to examine licensee experts & respond to or rebut evidence in support of licensee motions for summary disposition of intervenor Contentions b & d.Served on 850315.
LAZO.R.M. Atomic Safety and Licensing Board Panel. #185 063. 85/03/14. Office of the Executive Legal Director. 3pp. 29375:256-29375:258,
8503200582 Informs that revised calculations of peak clad temp (PCT) higher than PCT cited in licensee 840810 motion & attached MJ Parvin affidavit.Revised PCT well below 10CFR50.46 limits.Certificate of Svc encl.Related correspondence. BAUSER.M.A. Newman & Holtzinger. BAUSER.M.A. Florida Power & Light Co. #185 142. 85/03/18. LAZO.R.M., COLE.R.F., LUEBKE.E.A. Atomic Safety and Licensing Board Panel. 4pp. 29451:046-29451:049.
8503260266 Response opposing Ctr for Nuclear Responsibility.lnc & J Lorion 850307 amended petition to intervene & motion to extend filing date from 850225 to 850307,Notice of appearance of SD Frantz & Certificate of Svc encl. REIS,H.F. Florida Power & Light Co. REIS.H.F. Newman & Holtzinger. #185 220. 85/ 03/21. Atomic Safety and Licensing Board Panel. 35pp. 29503:212-29503:246.
8503260407 Response opposing grant of motion to extend time until 850307,for filing amended petition to intervene. Petitioners failed to show "good cause" required for late filing.Notice of appearance of counsel & Certificate of Svc encl. REIS.H.F. Florida Power & Light Co. REIS.H.F. Newman & Holtzinger. #185 219. 85/ 03/21. Atomic Safety and Licensing Board Panel. 17pp. 29505:329-29505:345.
8503270434 Response supporting Ctr for Nuclear Responsibility.lnc & J Lorion 850307 amended petition to intervene & motion to file late supplemental petition.Petitioners adequately demonstrated standing to intervene.Certificate of Svc encl. YOUNG.MA Hearing Branch 4. #185 231, 85/03/21. Atomic Safety and Licensing Board Panel. 21pp. 29522:321-29522:341.260017 Forwards request for addl info following preliminary review of responses to Generic Ltr 83-28,ltems 2.1,2.2,3.1.3, 3.2,3,4.4 & 4.Supplementary info required within 60 days for Item 2.2.2 & 90 days for Item 4.5.3.
